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ACTION SY-05 

INFO OCT-01 NEA-11 ISO-OO /017W 

052577 091757Z/43/75 

R 091040Z MAY 78 
FM AMEMBASSY AMMAN 
TO AMEMBASSY ATHENS 
INFO SECSTATE WASHDC 6055 


LIMITED OFFICIAL USE AMMAN 4207 

CORRECTED COPY (CCY FOR GARBLE IN PARA 1) 

ATHENS FOR OIC/TSO 

E.O.l 1652: N/A 
TAGS: ASEC 

SUBJECT: ICA METAL DETECTOR 
REF: A) USICA 05456 

1 . PAST DISCUSSIONS WITH TSOS INDWCATED ANY METAL 
DETECTOR PLACED IN DOOR FRAME WOULD NOT WORK PRPPERLY. 
ICA REQUESTED THEIR HEADQUARTERS TO CLARIFY THIS POINT 
WHO RESPONDED WITH REFTEL. REFTEL POINTED OUT THAT 
A/SY/OPS/T DID NOT RECOMMEND OVERHEAD VERTICAL DETECTOR. 
THEY DID HOWEVER RECOMMEND FOR INSTALLATION ADJACENT TO 
METAL FRAME "INTEX SENTRE" WALK THRU METAL DETECTOR. 

ICA RECOMMENDED RSO REQUEST RTC ATHENS TO PROCURE 
THIS ITEM THROUGH A/SY/OPS/T ON A PRIORITY BASIS. 

COST DOLLARS 3700. 

2. GIVEN THE ABOVE INFO AND HAVING SEEN AREA WHERE 
ICA PLANS TO INSTALL DETECTOR, IS "INTEX SENTIE" 

SYSTEM FEASIBLE. IF NOT, PLEASE ADVISE. IF SYSTEM 
CAN BE USED, APPRECIATE IF YOU CAN ORDER ONE 
LIMITED OFFICIAL USE 

LIMITED OFFICIAL USE 

PAGE 02 AMMAN 04207 091755Z 

FROM A/SY/OPS/T USING FISCAL DATA FROM USICA 
TERRORIST FUNDS. 

SUDDARTH 
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